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prp-842.4~-60 
21 November 1960 


Dear Sid: 


Reference is made to telecon between Walt and Joe P. regarding *o" 
Inventory supplied P & Bas GFP for performance of Contracts OM-5400, 
RB-518 and PR-&200. 


Gur records infieate that the following items of "C" Inventory have 
been released to P & HE either by WRAMA or the Supply Depot: 


1 Power Cart T354GO from HF~-32-27 to Re~518 
12 - 6 A gle - letter to S14 DPD-4082-60, 20 May 1960 
1 + 3 Ache Flexure Gimbal (On HR-7% Configuration in 
Contractor's possession) Assembly Pt. Ho. 32-80C-734330) 
to Contract Gt-§400 ; 
- Contents of Box M6. 6 of "C" Residual from Farm, stcred at 


3 eneh P/N H-3RRGC~-733050 HIG-5 GYROS from FOG Depot. Requested 
fron [[__ | 2/27/60 for RE-516. 
1 each Oseilloscope, Tektronix 531 with plug in units, rollaway 
-  gtand, viewing hood and leader, from WRAMA Co. P & E 
about 23 October 1959. . : 


? & Eis to submit a complete list of the "6" Inventory by 15 Decenber 
1960 which should indicate the contractors recommendations as to disposition 
of all items. Action on this list will be coordinated with your office. 


Regards, 
25X1A Wendell 
Gp/DPD-DD/H see WOCUMENTNO, 
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